Tonry Gord. 
OD sarbori, Mick. 


Mar 
20th 
1950 


Mr Crerles L Clarke 
Research Laboratory 
General Klectric Co 
sechenectady NY 


Dear iir Clarke: 


ne wish to acknowledge with many thanks 
your letter of the 15th inst. regarding the bdison type 
4 dynamo with serial No. 13. 


Wwe, too, think we are very fortiwate in 
getting this old type 4 dynamo in such a complete condi- 
tion. 


we are also very grateful to you for straighten- 
ing us out on the nameplate information. If we nad only 
stopped to think long enough we could have figured it out 
that the Columbia machine was type A andwas made in 1880 while 
the 4 machine v&s made beginning with 1881. 


We are now fairly satisfied that when we are 
in search of information regarding early idison dynanos the 
same can be obtained by writing directly to you. We thank 
you and greatly appreciate your pranpt reply. 


Yours very truly 
MW YD 
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Miar 
lSth 
1930 


Mr Charles L Clarke 
Research Dept 
General Electric Co 
Schenectady NY 


Dear Mir Clarke: 


I am attaching to this letter a photostat copy 
of the nameplate of an old Edison type 4 dynamo which just 
arrived at Dearborn. 


You will note that this is machine No. 13. As 

I recall the statement made by you during one of my visits 
to Schenectady, you said that the only Edison dynamoswhich 
left the Edison Machine Works with name plates on were those 
Which were installed on the SS Columbia in 1880. While I am 
not making the above statement with any degree of certainty 
it is just my recollection of what you said. If I am wrong 
in this statement, I would like to have you correct me on 
ibe 


Please note that this photostat is the exact 
size of the name plate which was mde of brass and nickel plated. 
We have had the plate cleaned up, re-nickeled and repolished, 
and the letters filled in with black to make them show up 


nicely. 


On seeing the above nameplate, my first thought was 
that this had been one of the machines on the 58S Columbia, but 
on checking up with the parties from whom we obtained it, they 
say that it was installed in a mill near their factory about 
the year 1885, I then consulted the book entitled "The History 


of the Incandescent Lam" and find that the Columbia plant 
operated for 15 years which would make the date 1895 before the 
dynamos were taken off the SS Columbia and replaced with more 


modern ones. 


oe Conry Fr 
De arlorn, Mach 


Mr Charles L Clarke #2 $-13—30 


The above dynamo is quite complete having the original 
head board switch on it with a flat spring pulling the switch 
in one of two positions, open or closed. l have had & photograph 
taken of this machine and will send one to you if it will assist 
you in anyway in the rebuilding of the old "A’ dynamo that you 
are rehabilitating for us at Schenectady at the present time. 


I shall be very glad to nave your coments on this 
old machine. 


Yours very truly 


C\ vAS W BI »HOP 
YAM Wo 
ffice of HENRY RD 


JWB Md 3 ff y: 


© ein allay fon 


